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^tatttalaus (Eljurrlj 

is one of the finest examples of gothic architecture 
in the Middle West. Dimensions: 165 ft. long, 72 ft. 
wide, 70 ft. high. 86 ft. wide at the transept. 

This card shows how it looked before a cyclone 
in April 1909, wrecked both spires which were 230 ft. 
high. 
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